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<*lfbT*i| fe SIlVl 
(4tfft 3tftr ftrem) 

3nfe 

^ fetft, 25 ^ft, 2009 

■SFT.3IT. 1544(31)—cfofa ^TOR, ^TRcfW RJTO ^ SflfafTO, 1986 (1986 5>T 63) m\ 14 SRI TO 
^RT^ff cFT ^ RKcfa TOF ^ 3 WT?f ^ ^ TOI^tT^gnj fHHfclfafl 3TT^TT TOt t, 3?^ ; — 

1. tfftftRT itr 3fcc yrm—( 1 ) Ft stife ^rfer totw stto -to tn^ ttst fern (^toi 
W5TJT) Sfrfe, 2009 t I 

(2) ^ 3Tlfe 1 2009 ^ SfrT #TT I 

2. Mf^imif .—Ft Sflfe *R TO 3 3TOT 3rffe H ^— 

(3>) 4< 3?fafTO”3 RRcfa TO* 1986 (1986 35T 63) SffafcT t; 

(13) “ UyfVd RlfTORt” 3 3tfafe- 

(i) W4>I<1 HT "RR <N^t ■S€lVl flfe^ '3T 3ll^«w; 

(ii) aflfllfTO ^tcl W&ft feim, TO 1TOR ^ 3RR Rfe ^ RR ^ 3JT ; 

(iii) felt TO RRER ^ fen feta ^ <$T RSlfero I 

(r) 3 TOtaTOfr^sfefcrfc; 

(*) 4+il$<r1 3TRRH fee Wtt ^ ftifZRT ^ TO 3 fel sqfe RT^ 

fe 3TOT feR RTfR R5 fofgR ^1, TO^ 3m3t 3 TT *g | fe TOT ^ fe 3?TO ifefe, 

tlllft^ffTO 1JT 3PT Jlfd9»el 3Rt «h<A, fefRl 3R^, HRPt 3R^ 3T fe< u < 3>T «*>l<fc«*K 

e t><dl 

(^) M &<K\i?\ 3TTO'feC WH ^ ^ 3t^t ^ Wt (2) fafoRVi 3?fq^ t; 
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W sump 4m ^ fcfkpr % 44d 4, “fi kmfdr 4 .^t d4f czrfk, 

^ ^4 dT d>k 3ffcTHff) cfg*d dT T?d> d^p4 dT ^cf? ^ ch| 41 4kll3<4 3tf44d t 
Rh^l 44 ^crci$d 3TPTPT 4m Hl$^ fkfkpr dd vdcdldH dPcTT t, m# dRTcU 
t, 'SFfchT mjpdd dT 14Pl*4 u l cReTT t 4k 4d4d 4dT d4k cZjfrfr dT d4f d4 

yr ft?-5 3TfcTHrf) fgQ dT dd> d>d4t dT ^ dechi>Fl 4kil$<4 4 t 4t dF dTdT mcTT 
t f4> 44 ^choi^d 3TTdPT 4m W^T P? chT ddPdkf, 44 czjfk TfT 1^4 

^f4^Tt> g>5*«t dT Tjch dT ^5 'deep 141 4!^i§<4 mr dcqpp fkdr ddT t, 
ddTdT ddT t, vidept dT kPl4u| fkdT ddT f. 

W “3T^j4t” 4" 3tt4tt 4 3T^t4 arMcr t; 

44 'Se^ci^ci strtpt 4m w^d ^4 144c^d % #j 4 u f4krkpd dim ” 4 44 dFTdr 
3ff44rr t 4t 3 pj^41 % ppt 1 4 dcfdkt ^RiR 4 krkrkr^ m 4, 

(?f) u 4d md 4d 4? 4dd 4 mdm” 4 3rf44?r trtppt t ; 4k 

(3{) 3pd m4 m4 4k p 4 %, 4t 3 tt4tt 4 srjttt t 4k dfknkd d4f t, skf 
44 4f ffR^T: ^r% mr 3rf^rf4rmr 4> mr 11 

3. foProkr, 4 ^k^ui, tern 4k 3nfe 4> dk 4 irfcrtd - (1) 4k ^dkr> ^r4 dr 3 pp 4 
3fk 4 %41 cz4tf> % dPdd 4 44 %4f sirdar 4m pr f4>k j d m 4t kkkpd 
diwt 4> 3pjm r 4 t 4k m*ii u D<p'< u ! arprf^r 3 t%trt m4 m dHcp fk^ r 4 f, 
f4f4kr ^rr 4 f4^ ww, f4^r ^tt fkrm r 4 cfknr; 

3?k?r 4t 4k f44d % fcR 3T4te 44 snmR 4m v fkk^mr 
%JMd 4> 44 t 4 cTpj_r 4 44t, 4r 1444 4cn gM 3r4f&cr f44t f4f44^r 4 f 4k 4dr 
f4fkkT f44t 4 4 4 epR ^4 BklT I 

(2) ^ *incp«jcl JIT StfCTfcT 3mi^T trr^T iTci cf?r > ^jfr fS l P l f^te JTFra> % 

SPJWT^ff t, firPi^l 5RT cfN W ifta? ^fpri n fcK ^Tcp^ cfT^ W 3 lW ^ ^ 

4 Rjcf>4 ermn vjii^ii l 

4. Wi u T|cr>xwi 4> feui ^cii- (1) 'Scrcisei snmR 4m mi^^m ^^4 fkk^mr % fk^ m4 faPidfci i ^4 

#, Td 3nkr % v5n4 4t4 k 4di4kr fkr k 4fm rto? k viMdki k fck srkwRT m4 

% feT^, df4 tFFk 4 3Tf4]?RT ^ 4 4 ^ df> 3 tt4^r cjk4 i 

(2) dPTeh kp? % dTdVi % fk^ ^4 mT sr^frfkr ^4 4^4 arkrkm 4k f4r4f mn p4f> 
3T#T dm m f4d4t % pppkf % 3T^TR 4441 

(3) <4k edfrh 'PRT dT 3PP4 4k 4 f4>4) c^frp % HTtdH 4 Rhkl 3fRPP 4m 

pf f^fkPT dd f4kmkr m4 d4 wp mpT t, 4 <tf mm fkifkd mrpr, 
diR4> kp? % dHdVi % feP[ 6^4 4 kkrdpd sf^irfkr m4 4> pmpr 4t, m^r dknT I 


Uj.i u.4« Ii4||fl4|«»li 4( it 
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(4) stprf fm ^ % fen? Aft apprRr ^ wrrf^T *tt ^rt irt 

WU[ #WWT tf^Rjd HlAlfl # ?ft sj*t £RT ^jfA AlT RKPTT 1 

5. snrorft **FFt An anfe - (1) ^rgf%rcT AAt, s^r A?t cm argqieR ffi r l^rd 3 rfT 

(^f>) Aft An ^r, # fAf ^4di^d 3 trrf Am w^r foAK fAr % 

ten? 'HFRUI, fAr ^TT fA*T ePTT f3TT t, 4$ Cartel 4R *ATT vjft 4F 

^ AST % cfriqfaqZH % 3TFR4 SRR. W*T Tpf AA ^ RPldfui , 

fAr % fen? 4 'fkr, fAr 4T fAR % wr 3 3 tfr 44> ?Ar, w 

(^) M A# wiM ^tf sri ^ttM A 3rt ^cfer^eT 3 TRRf Ar ^ ffrffruH ^ 

^fERTcf^f 4>T ^ft ^t ^qRT^eT 3TR7F A <N AA % RPhK fAl ^ fen? 

*PFR*T, fAl ^TT A7R 3 A fn? Aft Acb gRT Ft 31 d4A 4T 

^ 4 ZU v^T% tel % 3T#T Ft, Pl'ftyui <?r ?Arr W ftfteFT 4R4T ^An, 

(n) fAf mR*r! 3 At 4R ?AtT A cTRTCft 4R *Al7 A A# ^ckil^el 3TRR4 lA 
^ AAt 4F 3tAf&T 4R Att At% A 4 vRT$> W *TF AfRJ A m 
WI % % ^ 3TA 4>T A vJeefspT An W t W Brf> ^TO^eT 3TRRF A 
T?cr A^RT RPlA FFT4> % F#f 11 

(2) ddi^fl A Atif^ ^ nArr At, 1973 (1974 cr 2) % wg, 

ilMd^IcKi, ufr T3m (1) ^ crf9fcT Riwpft % % feP? ^fT STHlftT^f 

3fR 3TftjJ6 u li cfff eTPJ fW I 

6. ^ff Tfftm - *TRcn f^PF ^ f^#f ^cKil^e! 3TRRF jRR ^ t^l^’d % ^ 
^ffT ^T, vift 'dyRld 3?Ttorft FRT W 3^pTf?dd 4R^ % feR Ft % ^ RRtRki FPTcT? % t, A 
^t FRT 3T^HlRd M'ifPRIleH 3fR ^tfcT ^ f ^ft ^fT §RT ajcj^lRd vjTR, fcf^TT l^TTI 

7. f^PlHtdiaft A ^TT fo&cTT3ff f^T At cjA # airbill - >HjRld JUftAt, 

ftPHfdrafi A ^TFifM cpt ^ RAt At ^r A, ^ft arf^rfAm ^tt A?t ^ Awf ^t 
Aif Ff, A 3 At % jnftAt ^t ^mfRjd % fA Ft i 

\ 

8. tAlt ^>T 3T^qieR - czrfrfr, A Fckll^el 3TRR^T ^ % ftfAfal, 

fcm^T % teR FFTTR, ft^T ^TT tA^T # OTT §3!T t, M ^ A?T % Afa A tAf At fA 
wt,WfAr3i^MieH Anl 

9. RFTAt A ^t gTT^RTT - A r^PiHtdl RTqTFTft ^ % Awt ^ A ^ 3TRRT ^ 

5 % AN f4N^4cb At A Aft RHAt ^t ^ ^ F^r A Att srnnr ^ An frt 

vAfr cfA ^t Rrrrt ^r At A Aft A <rfA ^t strrf ?Rr w 5 ^ ^ AAr 

^ FT cfr AnpTT, F f^RT ^TT AA AfTl 






[TO. U 14(37)/2004-T^3nf] 

MINISTRY OF COMMERCE AND INDUSTRY 
(Department of Industrial Policy and Promotion) 

ORDER 

New Delhi, the 25th June, 2009 

S,0 ‘ ln exercise of the powers conferred by section 14 of the 

Bureau of Indian Stahdards Act, 1986 (63 of 1986), the Central Government, after 

consulting the Bureau of Indian Standards, hereby makes the following Order 
namely:- s 

1 . Short title and commencement - (1) This order may be called the Ductile Iron 
Pressure Pipes and Fittings (Quality Control) Order, 2009. 

(2) It shall come into force with effect from the 1st day of July, 2009. 

2. Definitions — In this Order, unless the context otherwise requires - 

(a) "Act” means the Bureau of Indian Standards Act, 1986 (63 of 1986); 

(b) "appropriate authority" means - 

(i) Directors or Commissioners of Industries of a State Governments or Union 
territories 


(ii) an officer not below the rank of an Under Secretary in the Department of 
Industrial Policy and Promotion, Government of India; or 

(iii) General Managers, District Industries Centre of a State Government; 

(c) "Bureau" means the Bureau of Indian Standards; 


(d) dealer in relation to Ductile Iron Pressure Pipes and Fittings” means a person 
who or a firm or a Hindu undivided family or a company or a cooperative society, 
^ [ C -u f arnes on ’ directly or otherwise, the business of buying, selling, supplyinq or 
distributing any such Ductile Iron Pressure Pipes and Fittings whether in cash or for 
deterred payment or for commission, remuneration or other valuable consideration; 
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(e) “Ductile Iron Pressure Pipes and Fittings” means the items specified in 
column (2) of the Schedule; 

(f) “manufacturer in relation to Ductile Iron Pressure Pipes and Fittings” means a 
person who or firm or a Hindu undivided family or a company or a cooperative society, 
which produces, makes, assembles or manufactures Ductile Iron Pressure Pipes and 
Fittings and includes a person who, or a firm or Hindu undivided family or a company 
or a cooperative society, which claims such Ductile Iron Pressure Pipes and Fittings to 
be produced, made, assembled or manufactured by such person or a firm or Hindu 
undivided family or a company or a cooperative society, as the case may be, 

(g) "Schedule” means the Schedule annexed to this Order; 

(h) “Specified Standard in relation to Ductile Iron Pressure Pipes and Fittings” 
means the standard as specified in the corresponding entry in column (1) of the 
Schedule, 

(i) "State Government in relation to a Union territory” means the Administration 
thereof; and 

(j) all other words and expressions used herein and not defined in this Order 
shall have the meanings respectively assigned to them under the Act 

3. Prohibition regarding manufacture, storage, sale and distribution etc. - 

(1) No person shall by himself or through any person on his behalf manufacture or 
store for sale, sell or distribute DuctHe iron Pressure Pipes and Fittings which do not 
conform to the specified standard and do not bear Standard Mark of the Bureau on 
obtaining certification marks licence: 

Provided that nothing in this Order shall apply in relation to export of Ductile 
Iron Pressure Pipes and Fittings meant for export, which conform to any specification 
required by the foreign buyer and such specification shall not in any case be less than 
the specified standard. 

(2) The sub-standard or defective Ductile Iron Pressure Pipes and Fittings, which 
do not conform to the specified standard shall be deformed by the manufacturer 
beyond use and disposed off as scrap within three months. 

4. Obligation for Certification - (1) All manufacturers of Ductile Iron Pressure 
Pipes and Fittings shall make an application to the Bureau for obtaining licence for 
use of the Standard Mark, within forty-five days of the issue of this Order, if not 
already obtained. 

(2) The grant of licence by the Bureau for use of the Standard Mark shall be as per 
the provisions of the Act and rules and regulations made thereunder. 

(3) When any person by himself or through any person on his behalf proposes to 
manufacture Ductile Iron Pressure Pipes and Fittings, he shall commence regular 
production only after obtaining a valid licence from Bureau for the use of Standard 
Mark. 
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(4) Consequent to the expiry of any licence or cancellation thereof by the Bureau 
for one or more of the Ductile Iron Pressure Pipes and Fittings, the appropriate 
authority shall also be informed of the same by the Bureau. 

5. Power to call for information, etc. - (1) The appropriate authority may with a 
view to securing compliance with this Order - 


(a) require any person engaged in the manufacture, storage for sale, sale 
or distribution of any Ductile Iron Pressure Pipes and Fittings to give 
such information as he or she deems necessary relating to the 
manufacture, storage for sale, sale or distribution of any Ductile Iron 
Pressure Pipes and Fittings for the implementation of this Order or 
require any such person to furnish to him samples of any such Ductile 
Iron Pressure Pipes and Fittings; 

(b) inspect or cause to be inspected any books or other documents and 
other Ductile iron Pressure Pipes and Fittings or the components of any 
such Ductile Iron Pressure Pipes and Fittings kept by or belonging to or 
in the possession or under the control of any person engaged in the 
manufacture, storage for sale, sale or distribution of any such Ductile 
Iron Pressure Pipes and Fittings; 

(c) enter and search any premises and seize Ductile Iron Pressure Pipes 
and Fittings in respect of which it has reason to believe that a 
contravention of this Order has been committed or the said Ductile Iron 
Pressure Pipes and Fittings are not of the specified standard. 

(2) The provisions of the Code of Criminal Procedure, 1973 (2 of 1974) relating to 
search and seizure shall, so far as may, be applied to searches and seizures 
for the purpose of provision referred to in sub-section (1). 

6. Testing of samples - Samples of any Ductile Iron Pressure Pipes and 
Fittings bearing the Standard Mark and drawn by the Appropriate Authority, for 
ascertaining whether they are of the specified standard, shall be tested in^ the 
laboratory approved by the Bureau and in such manner as may be determined by the 
Bureau. 

7. Power to issue direction to manufacturers and dealers or sellers - The 
appropriate authority may issue such directions to manufacturers and dealers, 
consistent with the provisions of the Act or this Order, as may be necessary for 
carrying out the purposes of this Order. 


8. Compliance of directions - Every person engaged in the manufacture, 
storage for sale, sale or distribution of any Ductile Iron Pressure Pipes and Fittings to 
whom any direction is issued under this Order, shall comply with such direction. 
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demanded from him under clause 5 or conteal d^ 9 ' V ?, any '"formation lawfully 
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SCHEDULE 


[See clause 2(d)] 


Indian Standard 
Number 

(1) 

Title 

IS 8329 

- (2) - 

IS 9523 
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